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The Wasatch Stake Tabernacle 
The building was constructed between 1887 and 1889. 


Interior of the Wasatch Stake House as it was originally built. The floor was scrubbed 
and bleached with home made soap. Home made carpets were laid down the aisles. 
Coal oil lamps hanging from the ceiling furnished light. Pot bellied stoves in each 
of the four corners. There were balconies on both sides and the end. Posts on either 
side to support the gallery which had three tiers of seats on different elevations. The | 
stand had three elevations of seats—the top row was always occupied by the stake 
presidency and the general authorities. The middle row by the high council and the 
lower row by the ward bishops. 
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